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BILL NO- S-83-12 -/< 


SPECIAL ORDINANCE NO. S- 


AN ORDINANCE ratifying Bid Re¬ 
ference No. 1104 by the City of 
Fort Wayne by and through its 
Parks and Recreation Department 
with Land Excavating for a sewer 
line at the Swinney Tennis Center 
Building at Swinney Park. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That Bid Reference No. 1104, between the 
City of Fort Wayne, Indiana, by and through its Park and Recrea¬ 
tion Department with Land Excavating, is hereby ratified, and 
affirmed and approved in all respects, respectfully for: 

ratifying a bid for a new sewer line 
replacing the existing septic tank 
system at the Swinney Tennis Center 
Building; 


involving a total cost of Thirty-Four Thousand Six Hundred Forty- 
Four and No/100 Dollars ($34,644.00); this project shall be paid 
for from the Urban Park and Recreation Recovery (UPARR - Jobs 
Bill) Grant; all as more particularly set forth is said bid, 
which is on file in the Parks and Recreation Department. 

SECTION 2. Prior Approval was received from Council 
with respect to this bid on November 22, 1983. 

SECTION 3. That this Ordinance shall be in full force 
and effect from and after its passage and any and all necessary 
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Passed and adopted by the Common. Council of the City of Fort Wayne, 

Indiana, as (ZGNING—MAPi.--(GENERAL)-{ ANNEXATI ON) (SPECIAL) 

CA2®a0?KIATTeN) ORDINANCE -(RE SO L UTION ^ NO. 

on the _ _day of 1 __, i^ J> 
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Ag OFFICER 


. CITY CLERK PRESIDING OFFICER: 

resented by me to the Mayor of the City of Fort Wayne, Indiana, 




















































































S-83-12-14 


BILL NO._ 

REPORT OF THE COMMITTEE ON FINANCE _ 

WE, YOUR COMMITTEE ON_ FINANCE _TO WHOM WAS REFERRED AN 

QRfipgANCE rat-i'fying Bid Reference No. 1104 by the City of Fort 

Wayne by and through its Parks and Recreation Department with Land 

Excavating for a sewer line at the Swinney Tennis Center Building 

at Swinney Park' 


HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 
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Admn. Appr. 


DIGEST SHEET 


TITLE OF ORDINANCE 




DEPARTMENT REQUESTING ORDINANCE Parks and Recreation Department 


SiNOPSIS OF ORDINANCE An ordinance to ratify a bid for a new sewer line 
-repla ci ng the existing septic tank system at the Swinney Te nnis Center 
Building $34,644.00._ 


-This project shall be paid from the Urban Park and Recreation Recovery 
(UPARR- Jobs Bill) Grant. 


EFFECT OF PASSAGE To replace existing spectic tank system 


EFFECT OF NON-PASSAGE Unable to use sanitary system at the Tennis Center. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) 


ASSIGNED TO COMMITTEE (J.N.) 


DATE SUBMITTED: 
































































